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November 2, 1990 


Harmon C. McAllister,PhD 
Research Director 
900 Third Ave., 

New York, N.Y. 10022 


RE: Operating Grants 

Deadline: November 30 


Dear Dr. McAllister: 

I would appreciate receiving two application forms for 
an Operating Grant . Please forward the information for 
preliminary proposals and full proposals. 

Thank you for your attention. 
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